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S1117072101 - PS-ATL - OFFICER - ATTEMPT TO LOCATE - OFFICER REQUESTED 
3220 LATROBE DR CHAR 


J2 System Comments 


Date/Time 

Terminal 

Operator 


11/17/18 

07:21:04 

$22- 

6155-0 

2430 

EVENT CREATED - Type: PS-ATL - OFFICER - ATTEMPT TO LOCATE - OFFICER REQUESTED, 
Location: 3220 LATROBE DR CHAR, Agency: CMPD, Group: 22, Beat 1612, Status: P, Priortiy: 3 

11/17/18 

07:21:04 

$22- 

6155-0 

2430 

INITIAL CALL - Call Source: OFFICER, Caller Name:, Caller Phone Number, Caller Address: 

11/17/18 

07:21:05 

$22- 

6155-0 

2430 

EVENT UPDATED - 

11/17/18 

07:21:05 

$22- 

6155-0 

2430 

EVENT UPDATED - Total Assigned Units: 1, 

11/17/18 

07:21:05 

$22- 

6155-0 

2430 

EVENT UPDATED - First Unit Dispatched Time: 11/17/18 07:21:05, Status Code: A, 

11/17/18 

07:21:05 

$22- 

6155-0 

2430 

EVENT UPDATED - 

11/17/18 

07:21:05 

$22- 

6155-0 

2430 

EVENT UPDATED - First Unit Arrived Time: 11/17/18 07:21:06, Primary Employee Id: 2430, 
Primary Unit Id: 22-6155-0, 

11/17/18 

07:21:05 

$22- 

6155-0 

2430 

EVENT REMARK - Field Event 

11/17/18 

07:21:05 

Live 

2430 

EVENT REMARK - ** LOI search completed at 11/17/18 07:21:05 

11/17/18 

07:21:05 

$22- 

6155-0 

2430 

UNIT UPDATED - Unit: 22-6155-0, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
2430 

11/17/18 

07:21:06 

$22- 

6155-0 

2430 

UNIT UPDATED - Unit: 22-6155-0, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
2430 

11/17/18 

07:21:12 

$22- 

6155-0 

2430 

EVENT UPDATED -, First Unit Enrouted Time: 11/17/18 07:21:12, 

11/17/18 

07:21:12 

$22- 

6155-0 

2430 

UNIT UPDATED - Unit 22-6155-0, Status: ER, Location: 3220 LATROBE DR CHAR, Employees: 
2430 

11/17/18 

07:27:16 

$22- 

6155-0 

2430 

EVENT REMARK - Love Life Parade Event until 1300 hours. 

11/17/18 

07:31:12 

cadp210 

0 

UNIT UPDATED - Unit: 22-6155-0, Status: ®, Location: 3220 LATROBE DR CHAR, Employees: 
2430 

11/17/18 

07:31:12 

cadp210 

3205 

EVENT REMARK - System Unit Alarm 

11/17/18 

07:50:11 

$22- 

6155-0 

2430 

UNIT UPDATED - Unit: 22-6155-0, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
2430 

11/17/18 

08:50:11 

cadpi 52 

0 

EVENT REMARK - System Unit Alarm 

11/17/18 

08:50:11 

cadp152 

0 

UNIT UPDATED - Unit: 22-6155-0, Status: ®, Location: 3220 LATROBE DR CHAR, Employees: 
2430 

11/17/18 

10:07:39 

cadp203 

3801 

EVENT REMARK - Alarm Timer Extended: 0 

11/17/18 

10:07:39 

cadp203 

3801 

UNIT UPDATED - Unit: 22-6155-0, Status: CU, Location: 3220 LATROBE DR CHAR, Employees: 
2430 

11/17/18 

12:48:42 

$22- 

6155-0 

2430 

EVENT REMARK - Tracking device 0A6A1991/GPS Device/Default System cleared. 

Device 0A6A1991/GPS Device/Default System removed. 

Device 0A6A1991/GPS Device/Default System added. 

Tracking device 0A6A1991/GPS Device/Default System set. 

New equipment list for Unit [22-6155-0]: 

11/17/18 

12:48:42 

$22- 

6155-0 

2430 

UNIT UPDATED - Unit: 22-6155-0, Status: DC, Location: 3220 LATROBE DR CHAR, Employees: 
2430 

11/17/18 

12:48:43 

$22- 

6155-0 

2430 

UNIT UPDATED - Unit: 22-6155-0, Status: DC, Location: 3220 LATROBE DR CHAR, Employees: 
2430 

11/17/18 

12:48:44 

$22- 

6155-0 

2430 

UNIT UPDATED - Unit: 22-6155-0, Status: DC, Location: 3220 LATROBE DR CHAR, Employees: 
2430 

11/17/18 

12:48:45 

$22- 

6155-0 

2430 

UNIT UPDATED - Unit: 22-6155-0, Status: DC, Location: 3220 LATROBE DR CHAR, Employees: 
2430 

11/17/18 

12:48:46 

$22- 

6155-0 

2430 

UNIT UPDATED - Unit 22-6155-0, Status: UC, Location: 3220 LATROBE DR CHAR, Employees: 
2430 
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11/17/18 

13:01:51 

$22- 

6155-0 

2430 

EVENT UPDATED - Total Assigned Units: 0, 

11/17/18 

13:01:51 

$22- 

6155-0 

2430 

EVENT CLOSED - 

11/17/18 

13:01:51 

$22- 

6155-0 

2430 

EVENT UPDATED - Closing Employee Id. 2430, Closing Terminal: $22-6155-0, Closing Time: 
11/17/18 13:01:51, IsOpen: False, 

11/17/18 

13:01:51 

$22- 

6155-0 

2430 

DISPOSITION ASSIGNED - Ml 

11/17/18 

13:01:51 

$22- 

6155-0 

2430 

UNIT UPDATED - Unit: 22-6155-0, Status: AM, Location: 3220 LATR08E DR CHAR, Employees: 
2430 
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